Mass Ave/Appleton Street Safety & Accessibility Corridor Project 


Public Open House 


Date: Wednesday, March 15, 2023 
Time: 7:00 PM 
Location: Town Hall Auditorium, 730 Massachusetts Ave 


Agenda 


1. Welcome and Introductions. 


2. Presentation: 


a. 


e. 


iP 


Introduction of Consultant Team and Project Overview. 
Funding Update and Schedule 

What We’ve Heard 

Concept 

Next Steps. 


Open House Instructions. 


3. Open House Review of Concept Design. 


4. Adjourn. 


Following the meeting, all materials will be available on the Project Website, including a 
link to a Google Form survey. 


The survey will remain open until April 7, 2023. After the survey is closed, Stantec will 
issue a meeting summary to the Town. 


